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LIMITED OFFICIAL USE ATHENS 8462 

DEPT FOR A/SY/OPS/T AND NEA/ARN; 

KARACHI FOR RCO 

E.O. 11652: N/A 
TAGS: ASEC.AGAC 

SUBJECT: COMPRESSOR AND CHILLER UNIT INSTALLATION 

REF: BAGHDAD 1961 

1 . OIC/ESC HAS BEEN IN CONTACT WITH UT BARRON 
MENTIONED IN REFTEL, WHO CAN BE MADE AVAILABLE FOR 
INSTALLATION SINCE HE IS QUITE FAMILIAR WITH SYSTEM. 

2. UT BARRON SUGGESTS CERTAIN ITEMS BE AVAILABLE 
ON POST PRIOR TO ARRIVAL. ITEMS INCLUDE: ONE A/C 
PUMP, ONE SET A/C GAUGES. SOFT SOLDER. FLUX. 

PROPANE TORCH, SAME SIZE COPPER TUBING AND FITTINGS 
AS PRESENT SYSTEM. COMPRESSORS, A 1C DRYERS. EMORY 
CLOTH PACKET AND FLARE/SWEDGING TOOL SET. 

3. OIC/ESC SUGGESTS EITHER RCO/KARACHI OR ISINT 
BAGHDAD COORDINATE OBTAINING ITEMS IN ABOVE 
PARAGRAPH. A KNOWLEDGEABLE SOURCE WOULD BE HAL 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 ATHENS 08462 292221Z 
BROWN IN O/C (SA-7). 

4. ESC/ATHENS WILL ASSIST AS POSSIBLE ON PROJECT. 
CONSIDERING RECENT VISA PROBLEMS FOR ESC PERSONNEL, 
BAGHDAD MAY AGAIN BE REQUESTED TO ASSIST. 
MCCLOSKEY 
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